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Message Text 



UNCLASSIFIED POSS DUPE 
PAGE 01 STATE 031124 
10 

ORIGIN COME-OO 

INFO OCT-01 ISO-OO EB-11 EA-11 STR-08 TRSE-00 CIAE-00 
INR-10 NSAE-00 RSC-01 L-03 /045 R 
66650 

DRAFTED BY: COM/IEPR/OTP/IND:ELAPP 

APPROVED BY: EB/OT/STA:EWKEMPE 

COM/OTP/IND/FMONTGOMERY 

COM/OTP/TN & AD : DROHR 

STATE/EB :FOSHOUP 

STATE/EA/J : WPIEZ 

STR: KELLY 

053773 

R 151459Z FEB 74 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 031124 

E.O. 11652: N/A 
TAGS: BBAK, ETRD, JA 

SUB J : JAPANESE STANDARDS FOR REFRIGERATOR CORDS 

REF: (A) TOKYO 13446, (B) TOKYO A-879, (C) STATE 226123, 

(D) TOKYO 1385 

1. RE PARAGRAPH 2 REF (D), OUR INITIAL ASSESSMENT THAT 
JAPANESE REQUIREMENT FOR REFRIGERATOR LINE-CORDS AND PLUGS 
VIOLATED NATIONAL TREATMENT PROVISIONS OF GATT ARTICLE III 
WAS BASED ON ASSERTION PARAGRAPH 1 REF (A) THAT THE LINE 
CORDS AFFIXED TO IMPORTED REFRIGERATORS HAD TO BE JAPANESE- 
MADE. IN VIEW OF CLARIFICATION CONTAINED REF (B), I.E., 

THAT REQUIREMENT IS TECHNICAL ONE APPLICABLE TO BOTH 
JPANAESE AND IMPORTED PRODUCTS, WE AGREE THAT GOJ MIGHT 
WELL ARGUE THAT REQUIREMENT DOES NOT VIOLATE GATT ARTICLE 
HI. ISSUE, THEREFORE, APPEARS TO BE REASONABLENESS OF 
REQUIREMENT. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 031124 

2. AIRGRAM WITH FULL ASSESSMENT OF COMPLAINT REPORTED REF (A) 
TOGETHER WITH SUGGESTED APPROACH TO GOJ BEING FORWARDED. 
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KISSINGER 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: IMPORTS, STANDARDS, REFRIGERATING EQUIPMENT 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 15 FEB 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE031 124 

Document Source: CORE 

Document Unique ID: 00 

Drafter: COM/IEPR/OTP/IND:ELAPP 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740228/aaaabalx.tel 

Line Count: 62 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: (A) TOKYO 13446, (B) TOKYO A-879, (C, ) STATE 226123 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 04 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 MAR 2002 by elbezefj>; APPROVED <02 DEC 2002 by shawdg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: JAPANESE STANDARDS FOR REFRIGERATOR CORDS 
TAGS: BBAK, ETRD, JA 
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